Berkshire 


Bulk/Car Carrier - 31,475 d.w.t. 
Summer 1970 
(01/07/1970) 


Captain Arthur K 
Chief Eng Officer Willoughby R.S 





Chief Officer 
2nd Officer 
Radio Officer 
Purser 


Chief Officer 
1st Officer 

2nd Officer 
Ext 2nd Officer 
Deck Cadet 
Radio Officer 
Purser 


Hursey W.A 2nd Eng Officer McCelland C 
Appleton J.K 3rd Eng Officer Brooks M.A 
Mullan B.A 4th Eng Officer Turner W.G 
Rose J Engineer Cadet Disley P.M 

Engineer Cadet Palmer W.E 

Electrical Officer Reynolds H.L 
Spring 1971 
(01/04/1971) 
Captain Taylor J 
Chief Eng Officer Findlay A 

Hursey W.A 2nd Eng Officer Hansen F.G 
McLeod K 3rd Eng Officer Auckland B 
Bowers K.P.G 4th Eng Officer Coltman L.T.M 
Maddison R 5th Eng Officer Davidson G 
Carmichael |.D Electrical Officer Ritchie R.S 
Reid M No 1 Mechanic Kwong Y 
Rose J.(p) 


Bosun Kank 
Cook Yung T 
2nd Steward FaiL 


Spring 1972 


(29/04/1972) 


Captain Butterworth J.J 
Chief Eng Officer Worthington T.C 





Chief Officer Owen H.R 2nd Eng Officer Clark J.D 
2nd Officer Wilkinson J.K 3rd Eng Officer Coltman L.T.M 
Uncert Officer Begg M.S 4th Eng Officer Douglas P.F 
Radio Officer Waller R.A Jnr Eng Officer Pownall R 
Purser Rose J.(p) Engineer Cadet Thompson R 
Engineer Cadet Barton F 
Electrical Officer Rose J.() 
Cook Hung W.K 
Autumn 1972 
(01/10/1972) 
Captain Hine D 
Chief Eng Officer Owen D.R 
Chief Officer Owen H.R 2nd Eng Officer MacFarlane A 
2nd Officer Bowers K.P.G 3rd Eng Officer Kenyon J 
3rd Officer Kuczynski R.V 4th Eng Officer O'Donnell J.F 
Deck Cadet Christmas P Engineer Cadet Elliot A.K 
Radio Officer O'Brien M.J Engineer Cadet Pickup R.W 
Purser Maskell T Electrical Officer Buckley P 
C.P.0 Chi Y.K 
G.P.Mechanic SumC 
Cook HongL.K 
Leading Steward ChuenT.S 


Spring 1973 


(01/04/1973) 


Captain Arthur K 
Chief Eng Officer McLeod-Brown R 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

2nd Radio Officer 
Purser 


MacDonald J.A.M 
Harris J 

Douglas P.F 
Williams R 
Graham A.J 


Byrne P 
Jesson W 
Slater M 
Edmunds A.N 
Sillars R.M 


Payne A.D.C 2nd Eng Officer 
Morgan A.J.L 3rd Eng Officer 
Hanlen B.A 4th Eng Officer 
Jones P.D 5th Eng Officer 
Heywood G.J Electrical Officer 
O'Brien M.J 
Stacey R.L 
Autumn 1973 
(07/10/1973) 
Captain Gowsell K 

Chief Eng Officer Brown L.G 
McKenna F.D 2nd Eng Officer 
Nyunt M.T 3rd Eng Officer 
McMahon M.T.P 4th Eng Officer 
Harris S.N 5th Eng Officer 
McDowell D.C Engineer Cadet 
Glover G.F Electrical Officer Holt G 
Parfitt R.J 


Whitefoot-Greenland T.V 





Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Deck Cadet 

Deck Cadet 

Radio Officer 
Purser 


Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Deck Cadet 

Deck Cadet 

Radio Officer 
Purser 


Winter 1973 


(19/02/1974) 


Captain Hine D 
Chief Eng Officer Kelly P.A 


McLeod K 2nd Eng Officer Ratcliffe R 
Morgan A.J.L 3rd Eng Officer Barr J 
Clark C.N 4th Eng Officer Dixon W 
Wheatly A.G Jnr Eng Officer Murphy V.J 
Mortensen A.R Electrical Officer Perrie W 
Sweet T.J 
Stacey R.L 

Summer 1974 

(18/09/1974) 
Captain Routledge J.D 
Chief Eng Officer Brown L.G 

McLeod K 2nd Eng Officer Stringfellow P 
Slater J.A 3rd Eng Officer Harris J 
Jeffrey R.C Ext 3rd Eng Officer Burke C 
McDowell P.R 5th Eng Officer Locke H.G 
Vickers L.D Electrical Officer Dunant R.S 
Goulbourne M.E 
McKay J.W 

C.P.0 Lui S.H 

Cook Wong Y 


Leading Steward Li C.B 


Summer 1975 


(19/09/1975) 


Captain Routledge J.D 
Chief Eng Officer Brown L.G 








Chief Officer Hardy P.S 2nd Eng Officer Penny D.N 

2nd Officer Townend R.| 3rd Eng Officer Hardy J 

3rd Officer Johnson L.H.M 4th Eng Officer Barklie M.M 

Deck Cadet Attard Montalto L.P Engineer Cadet Hulley P.G 

Deck Cadet Gray N Engineer Cadet Houston D.A 
Radio Officer Fuller R.B Electrical Officer Lovely J.W 

Purser Balmer T.H 
C.P.0 SOHS 
Carpenter Yin C.C 
Cook Tat W 
Leading Steward Ping Y.Y 
Winter 1975 
(16/02/1976) 
Captain Arthur K 
Chief Eng Officer Ford AJ.K 

Chief Officer Morris D.J.M 2nd Eng Officer Jones F.J 

2nd Officer Jenkinson D 3rd Eng Officer Eccles W.G.A 

3rd Officer Christopherson P 4th Eng Officer Locke H.G 

Deck Cadet Little S.C Electrical Officer Meacock R.N 

Deck Cadet Backes N 
Radio Officer Hopwood W.S 

Purser Quinn D 


C.P.0 Chuen K.H 
Carpenter PoC 
Leading Steward Hung C.W 


Summer 1976 


(10/09/1976) 


Captain Saunders P 
Chief Eng Officer Collins R.H 





Chief Officer Blacker K.G 2nd Eng Officer Suddick A.C 
2nd Officer Robinson M.G.E 3rd Eng Officer Oen N.M 
3rd Officer Hodgson R 4th Eng Officer Hulme K 
Deck Cadet Browne D.G Electrical Officer Lovely J.W 
Deck Cadet Winder L.G.C 

Radio Officer Knight G.C 

Purser Whitefoot-Greenland T.V 
C.P.0 HungL.S 
Carpenter Tai L 
Cook Fuk L.W 
Leading Steward Pak C.C 
Winter 1976 


(23/02/1977) 


Captain King M.G 
Chief Eng Officer Ward W.M.I 





Chief Officer Marshall N.S 2nd Eng Officer Ratcliffe A.T 
2nd Officer Set A 3rd Eng Officer Pawson E.S 
3rd Officer Hopkinson R.W 4th Eng Officer Harrison P 
Deck Cadet Greenall C.E Electrical Officer Toes J.W 
Deck Cadet Milligan J.M 
Radio Officer Connolly D 
Purser McGrath E.J 
C.P.0 Kank 
Carpenter Tai L 
Cook FukL.W 
Leading Steward Pak C.C 


Autumn 1977 


(13/10/1977) 


Captain Taylor J.R 
Chief Eng Officer Ratcliffe P.J 





Chief Officer Raisbeck K 2nd Eng Officer Stephenson J 
2nd Officer Williams P.G 3rd Eng Officer Dixon W 
3rd Officer Cummins R.L 4th Eng Officer McCaw D.F 
Deck Cadet McGrath D.M Electrical Officer Potter G.D 
Deck Cadet Kitchen S.J 

Radio Officer Halliwell K.B 

Purser Rose J.(p) 

C.P.0 Yeung K.H 
Carpenter Kam Mui 
Cook Leung H 
Leading Steward LamP.S 
Winter 1977 

(15/03/1978) 
Captain Horn M.J 
Chief Eng Officer Griggs M.R 

Chief Officer Akeroyd J.G 2nd Eng Officer Eccles W.G.A 
2nd Officer Mortensen A.R 3rd Eng Officer Smith J.M 
3rd Officer Jones S.K 4th Eng Officer Bell H.G 

Radio Officer Simpson G.J Electrical Officer Thurlow D 

Purser Rogan J.A 
C.P.0 Wing T.Y 
Carpenter Ming W.S 
Cook Yip K.C 
Leading Steward Man Y.W 


Autumn 1978 


(27/09/1978) 


Captain Underhill G.V 
Chief Eng Officer Collins R.H 








Chief Officer Robins M.R 2nd Eng Officer Packer C.R 
2nd Officer Ashcroft M.E 3rd Eng Officer Keenan K.M 
3rd Officer McLaughlin T.F 4th Eng Officer Wild R.H 
Deck Cadet Cross W.M Engineer Cadet Hayter B.J 
Deck Cadet Perry D Engineer Cadet Makinson W.D 

Radio Officer Glover G.F Electrical Officer Evans S 

Purser Reed A 
C.P.0 Wing T.Y 
Carpenter Ming W.S 
Cook PoC 
Leading Steward Man Y.W 
Spring 1979 
(30/04/1979) 
Captain Grey E.H 
Chief Eng Officer Collins R.H 

Chief Officer Anderson P 2nd Eng Officer Howarth P 
2nd Officer Howell W.R 3rd Eng Officer Cretney A 
3rd Officer Slade C.J 4th Eng Officer Billinge D 
Deck Cadet Kelly P Electrical Officer Williams D.A 
Deck Cadet Hunt N.P 

Radio Officer Breivik P.R 

‘rainee Radio Officer Brookes J.W 
Purser Robinson T 
C.P.0 WaL.C 
Cook LunC 


Leading Steward Man Y.W 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 

Radio Officer 

Purser 


Autumn 1979 


(26/09/1979) 


Captain Waldie J.W 
Chief Eng Officer Griggs M.R 





Duffield D.R 2nd Eng Officer Moorhouse F 
Slade C.J 3rd Eng Officer Pawson B.S 
Feast A 4th Eng Officer Johnson H.C 
Hillier C Engineer Cadet Adams T.B 
Bleasby S.C Engineer Cadet Walker F 
Foley B.J Electrical Officer Stamper A.D 
Kays W.H 

C.P.0 HonC.M 

Cook FukL.W 

Leading Steward Shing L.P 
Spring 1980 
(26/03/1980) 
Captain Arthur K 
Chief Eng Officer Fawcus F 

Williams P.G 2nd Eng Officer Wright R.A 
Howell W.R 3rd Eng Officer Smith J.M 
Morgan D.C 4th Eng Officer Quirk R.J 
Wood R.A Engineer Cadet Macfarlane D.C.P 
Valentine G.K Engineer Cadet Duncan |.A 
Kennedy J.R Electrical Officer Hallam D 

C.P.0 HonC.M 

Cook FukL.W 


Leading Steward WaH.W 


Summer 1980 


(18/09/1980) 


Captain Waldie JV.W 
Chief Eng Officer Yates D.C 





Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 


James R.V 2nd Eng Officer Currid J.P 
Brocklesby M.S 3rd Eng Officer Holt D 
Grace J.J 4th Eng Officer Charlton T 
Walker M.J Engineer Cadet Windle D.G 
McNeil R Engineer Cadet Whittaker M 
Electrical Officer Bovill J.M 
C.P.0 Kwun W.L 
Cook Kwai L 
Leading Steward Kwai S.S 
Spring 1981 
(21/05/1981) 
Captain Waldie J.W 
Chief Eng Officer Yates D.C 
Brocklesby M.S 2nd Eng Officer Eccles W.G.A 
Clark C.N 3rd Eng Officer Elliot A.K 
Wright P.W.J 4th Eng Officer Powell A.K 
Cieslik N.P Electrical Officer Talout D 
Ratcliffe P.J 
Robinson T 


C.P.0 Chau C.K 
Cook YuenL.Y 
Leading Steward Duen C.K 


Autumn 1981 


(21/10/1981) 


Captain Waldie J.W 
Chief Eng Officer Fawcus F 





Chief Officer Jenkinson D 2nd Eng Officer Suddick A.C 
2nd Officer Hopkinson R.W 3rd Eng Officer McDonald B.J 
3rd Officer Hind S 4th Eng Officer Cotton A.W 

Radio Officer Foley B.J Electrical Officer Meacock R.N 


Purser Grey R.W 
C.P.0 Chau C.K 
Cook YuenL.L 


Spring 1982 


(06/04/1982) 


Captain None 
Chief Eng Officer None 


Deck Cadet Holgate R.A 4th Eng Officer Dickinson P.W 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 


Autumn 1982 


(27/09/1982) 


Captain Woodfield J.R 


Chief Eng Officer Godfrey A.P 


Farquhar D.C.S 


Morgan D.C 
Malpass A.J 
Wade C 
C.P.0 Wong L.P 
Cook TamY 
Leading Steward Ip H.H 
Spring 1983 


(22/04/1983) 


2nd Eng Officer Wright R.A 
3rd Eng Officer Hughes J.H 
4th Eng Officer Twemlow A.J 
Electrical Officer Whitehouse C 


Captain Woodfield J.R 


Chief Eng Officer Godfrey A,P 


Lowe J.H 2nd Eng Officer Wright R.A 
Penry G.N 3rd Eng Officer Edmunds A.N 
Feast A 4th Eng Officer Duffy A 
Gardner M.A Engineer Cadet French D.| 
Docker J.E Engineer Cadet Watson A.P 
Breivik P.R Electrical Officer Whitehouse C 

C.P.0 Kwok K 

Cook ChanL 

Baker Leung M.Y 


Autumn 1983 


(21/10/1983) 


Captain Farquhar D.C.S 
Chief Eng Officer Willoughby R.S 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 


Duffield D.R 2nd Eng Officer 
Gillett R.B 3rd Eng Officer 
Hart M.H 4th Eng Officer 
Bennett A.J Engineer Cadet 
Pailing A Engineer Cadet 
Waddicor C.A Electrical Officer 

C.P.0 Kwok K 

Cook ChanL 


Leading Steward Wong T.T 


Jones F.J 
McDonald B.J 
Hayter B.J 
Burgon P.D 
English R.G 
Mitchell S 


